We took the 
qualities that 
make Corona 
saws and bypass 
pruners the best 
way to prune, 
and combined 
them into a line 
of Tree Pruners 
that extend 
these benefits to 
otherwise inac- 
cessible areas. 
Telescoping 
fiberglass poles 
adjust to the 
length needed. 
Pass-thru shear- 
ing action cre- 
ates even more 
cutting power. 


Pass-thru shearing action 
drives a blade sharpened 
on both sides - evenly 
directing cutting power. 


The Corona products 
shown on this page 
may include any of 
the following 
features. See specific 
product information. 



Tree 


PRUNERS 


TP 6881 

Professional 12' 
Arborist Tree 
Pruning System 

• Forged Coronium™ steel 
alloy Radial Arc™ blade 
with 1 3/4" diameter cutting 
capacity 

• Compound-action dual- 
pulley system triples your 
cutting power 

• Fully heat-treated, forged 
Coronium™ steel hook 

• 16" Razor Tooth Saw 
blade and quick- connect 
ferrule 

• Two 6 foot high-strength 
fiberglass pole sections can 
be combined or used 
separately with saw and 
pruning head 

• High-strength, heat-treated, 
anodized aluminum 
pole connectors 

• Made in USA 

PRO / 
FORGED IN USA / 
LIMITED LIFETIME 
WARRANTY 

UPC: 038313-016104 / Qty.: 1 / Wt.: 12 
Pack: 3.5X10.5X74.25 

Cube: 1.58 / A: 1-3/4" B: 16" C: 156"(13') 
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TP 6870 

Professional 14' 
Compound Action 
Tree Pruner 

• High-strength zinc-alloy 
pruning head 

• Fully heat-treated, high- 
carbon Teflon™ coated 
cutlery steel blade with 1 1/4 " 
diameter cutting capacity 

• Heavy-duty chain drive, com 
pound-action pulley system 
triples your cutting power 

• Exclusive Powergliae® rope 
pull system 

• Curved 13" Razor Tooth Saw™ 

• 3-sided razor saw teeth cut 
twice as fast as conventional 
blades 

• Lightweight fiberglass pole 
telescopes from 7' to 14' 
with twistlock adjustment 

• Comfortable 28" foam grip 

PRO 

UPC: 038313-068707 / Qty.: 4 / Wt: 26 
Pack: 4.24X10.5X96 

Cube: 2.48 / A: 1-1/4" B: 13" C: 168 "(14') 
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TP 6850 

Professional 14' 
Compound Action 
Tree Pruner 

• High-strength zinc-alloy pruning head 

• Fully heat-treated, high-carbon 
Teflon™ coated cutlery steel blade 
with 1 1/4" diameter cutting capacity 

• Heavy-duty chain drive, compound- 
action pulley system triples your 
cutting power 

• Exclusive Powerglide® rope pull system 

• Curved 13" conventional saw 

• Lightweight fiberglass pole telescopes 
from 7' to 14' with twistlock 
adjustment 

• Comfortable 28" foam grip 

PRO 

UPC: 038313-068509 / Qty.: 4 / Wt.:26 
Pack: 4.25X10.5X96 

Cube: 2.48 / A: 1-1/4" B: 15" C: 168"(14') 
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TP 6830 

Professional 12' 
Compound Action 
Tree Pruner 

• High-strength zinc-alloy pruning 
head 

• Fully heat-treated, high-carbon 
Teflon™ coated cutlery steel 
blade with 1 1/4" diameter 
cutting capacity 

• Durable rope drive, 
compound-action pulley 
system triples your cutting 
power 

• Exclusive Powerglide® rope 
pull system 

• Curved 13" Razor Tooth Saw ™ 

• 3-sided razor saw teeth cut 
twice as fast as conventional 
blades 

• Lightweight fiberglass pole 
telescopes from T2' with 
twistlock adjustment 

• Comfortable 28" foam grip 

PRO 

UPC: 038313-068301 / Qty.: 4 / Wt: 24 
Pack: 4.25X10.5X84 

Cube: 2.17 / A: 1-1/4" B: 13" C: 144 "(12') 



TP 3841 

12' Compound Action 
Tree Pruner 

• Die-cast zinc alloy pruning head 

• Fully heat-treated, Teflon™ - 
coated cutlery steel blade with 1 " 
diameter cutting capacity 

• Pass-thru shearing action 

• Compound-action pulley system 
triples your cutting power 

• 15" conventional saw blade 

• Lightweight fiberglass pole 
telescopes to 12' 

• Weather-resistant polypropylene 
pull-rope and wood grip 

• Comfortable, non-slip 28" 
cushioned grip 

PRO 

UPC: 038313-538415 / Qty: 4 / Wt.:25 

Pack: 4.25X10.5X83.5 

Cube: 2.16 / A: 1" B: 15" C: 144"(12') 
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TP 3811 

10' Tree Pruner 

• Die-cast zinc alloy pruning head 

• Fully heat-treated steel blade with 
1 " diameter cutting capacity 

• Pass-thru shearing action 

• 15" curved saw blade 

• Lightweight fiberglass pole 
telescopes to 10' 

• Weather-resistant polypropylene 
pull-rope and wood grip 

UPC: 038313-538118 / Qty: 6 / Wt.: 6.0 _ 

Pack: 6X6.25X25.25 

Cube: 0.55 / A: N/A B: 14" C: N/A 


EP 3700 

14' Extendable Pole 
With Optional Saw 

• Lightweight fiberglass pole 
extends to 14' 

• Comfortable and easy to adjust 
twist lock assembly 

• Unique internal stop prevents 
inter pole from separating from 
outer pole 

• Use with AC 7610 saw blade 

• Made in USA 

UPC: 038313-037000 / Qty: 4 / Wt: 23 
Pack: 4X6.25X87 

Cube: 1.26 / A: N/A B: N/A" C: 13.4 
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